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ACCOUNTING see FINANCIAL MANAGEMENT 
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ACCREDITATION OF NURSING SCHOOLS see under NURSING 
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A 
ACCIDENTS 
Accidents & safety. William A. Regan. Ag 128+- 
Hospitals cleared in anesthesiology accidents. William A. 
Regan. Ja 20+ 
ACCOUNTING se@ FINANCIAL MANAGEMENT 


ACCREDITATION 
program for nursing homes [in “News"). ji 
3 . 


Catholic ~ of nursing. Margaret M. Foley. Dir Mr 
159-162 
NLN accreditations [in “News’]. Ag 40 
Seven Catholic schools of nursing were granted initial accredi- 
tation [in “Nursing News’]. Margaret Foley. F 26+ 
ACCREDITATION OF NURSING SCHOOLS see under NURSING 
SCHOOLS 
‘ADMINISTRATION see also Personnel Administration 
Administration, Progressive. sr M. Gerald. My 79-80-+- 
Charity, The faces of. sr Anthony Marie. # Ja 60-65 
Chronic alcoholic in the special hospital, The. Joseph Thimann. 
il D 78-79+- 
Community planning, The hospital's responsibility for. W. I. 
Christopher. i/ My 63+- 
Employes, Education for all. sr M. Catherine Ellen. i/ N 
Ephebiatrics. sr Mary Brian. #1 My 72-73+- 
Home care. John A. Bradley. i#/ My 69-71-+- 
Hospital care, Expanded horizons of. Hiram Sibley. il D 83-85 
Hospital executive, The. Jerome G. Stewart. #1 D 70-73 
Hospital purchasing; part 1—functions. Edward A. Behr- 
man. # Ag 49-51+- 
Hospital purchasing; part 2—objectives. Edward A. Behr- 
man. # S 136-138 
Hospital purchasing; part 3—organization. Edward A. Behr- 
man. #/ O 86-88-+- 


Improvement is everyone’s concern. Floyd W. Simerson. a 


Mr 53-56 ; 
Inhalation therapy department, Organizing an. sr M. Paul 
‘ McCarthy. Mr 72+ 


Librarian’s duties, The—an administrator's view. sr Philo- 


mene. #/ Jl 122+ 
services, The. Helen T. Yast. # S 142- 
1 


Management improvement. W. I. Christopher. #/ Ag 65-68 

Master planning for change. very rev Paul C. Reinert, S.J. 
il N 62-64+- 

National health service, Hospital administration in the. 
Bryan A. McSwiney. My 74-75+ 

News, The hospital is. sr Zita Marie. Mr 112+ 

Our heritage and our future. rev John J. Flanagan, S. J. 
S 76-77+ 

Patient care, Changing concepts in. James E. McCormack. 
il My 59-62 

Pension programs, Planning. W. I. Christopher. # S 126+ 

Productive hours, The use of. sr M. Gerald. Ja 66-67 


Productive hours, The use of. William Quirk. Ja 67-69-+-- 
Protéstant-Catholic hospital dialogue. sr M. Catherine of 


Sienna. #1 D 66-68+- 
Psychology of legdership. rev John B. Murray, C.M. N 59-61 
Responsibilities for leadership. John T. Ryan, Jr. il N 55-58 
Sisters in professional organizations. sr Madeleine Clemence. 
il N 72-73+ 
- Statistics, The use of. Joseph P. Peters. Mr 66-67 +- 
Supervisory improvement. James J. Cribbin. #/ Mr 57-60 
T.L.C.2 Whatever happened to. rev John J. Flanagan, S. J. 
il Ap 94-95+ 
Where have we lost the patient? Eleanor C. Lambertsen. 
il 71-75 
ADVERTISERS’ ADDRESSES 
Advertisers’ addresses. Dir Mr 332-334; O 240+ 
ADVERTISERS’ INDEX Ja 129-130; F 139-140; Mr 149-150; 


Dir Mr 335-336; Ap 207-208; My 165-166; Je 137-138; - 


Jl 163-164; Ag 163-164; S 173-174; O 263-264; N 140-141 
ADVERTISING 

Literature, How to evaluate the. Byron A. Barnes. i#/ Ja 
86-88-++- 

» MARY Nursing audit, we need the. 


7 ry D.C., ss MARY Vocation of psychiatric nursing, The. 

AGNES ANNE, C.S.C., sr M. book rev Food service planning: 
layout and equipment. F 32 

. book rev Quantity food purchasing. Ap 50 
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- AGNES THERESE, C.S.J., sr — of the student in the 


‘gadiology department. Ap 112 
ALBERIC MARIE, F.C.S.P., sr School of x-ray technology, A 
jt auth il Ap 184+- 


ALCOHOLISM 


Chronic alcoholic in the special hospital, The. Joseph Thimann. 
il D 78-79+ 
ALLEN, Tt HENRY C. Lab advances pose problems. il 
Ja 98 
wage O. L. Wage study, How to make a meaningful. Je 
2-63 


ALMA, C.C.V.L., sr M. Aged, The: A major problem for general 
hospitals. il: My 68 

ALOYSIUS, D. C., sr Married students in schools of nursing? 
What about. D 96+ 

AMERICAN COLLEGE OF HOSPITAL ADMINISTRATORS 
fifth annual congress. H.R. Bryden. Mr 20- 
A.C.H. H. R. Bryden. N 20-22+- 

COLLEGE OF SURGEONS. H. R. Beyden. il 

AMERICAN HOSPITAL ASSOCIATION 

A. report. H.R. Bryden. N 84-86+- 


ANCILMA, S.C., Team concept speeds tray service. O 143- 
l 


ANESTHESIOLOGY 
Hospitals cleared in anesthesiology accidents. William A. 
Regan. Ja 20+ 
Negligence cases, Two. William A. Regan. My 116-118 
ANN, S.P., ss MARY Inservice programs, The problems of. i/ 
Je 
ANN GERARD, S.C., sr Job analysis: How we did it. Je 69+ 
ANNA CECILIA; C.S.J., sr Orientation for sisters. i] N 74 
ANTHONY MARIE, S.C., sr Charity, The faces of. i/ Ja 60-65 
ANTONIA, S.C.N., ss MARY Med. techs., Continuing education 


-for. N 96+ 
. Professional challenge, A. D 98+- 

. Renovating the clinical laboratory. F 104+- 

APOSTOLATE see RELIGION AND RELIGIOUS SERVICE 

APPLE, Ph.D., WILLIAM S. Challenges facing pharmacy. #/ 
Ag 45-48+ 

ARMIGER, D.C., sr BERNADETTE Evaluation of student 
nurses; part I—concepts and practices. i/ Ja 70-72+- 

. Evaluation of student nurses; part Il—tools & 

techniques. Mr 76-79+- 

. Evaluation of student nurses; part I1|—appraisal 
interview. i/ Ap 96-97+- 

ASSOCIATIONS, RELATED see under Specific Name of Association 

AUBUCHON, MARIE Psychiatric volgnteer, The role of the. 
Ap 142+ 

AUER, M.D., EDWARD T. Management, New concepts in. #/ 
S 104.109 


BARNES, Ph.D., BYRON A. Literature, How to evaluate the. 
il Ja 86-88+- 

BARTEMEIER, M.D., LEO H. Psychfatrist in the hospital set- 
ting, The. #/ Ag 69-70 

BASIC DEGREE NURSING PROGRAMS see onder NURSING SCHOOLS 

BEATTY, WILLIAM K. Continuing education. #/ Ag 118-120 

BEDFORD, JACK Publicity pointers. Ag 106+- 

BEGLEY, FRANCIS P. book rev Church and communication: 
arts, The. O 142 


BEHRMAN, EDWARD A. Catholic hospitals in 1961. j¢ auth 


Dir Mr 53-62 
. Hospital purchasing; part 1—functions. i/ Ag 
49-51+- 
. Hospital purchasing; part 2—objectives. i/ S 
136-138 
Hospital purchasing; part 3—organization. #/ 
86-88+- 


BELYEA, O.T.R., ROBERT E. Occupational-educational thera- 
pist, The. s1 Ag 92-94 

BEVANS, GEORGE Perpetual pricetag, A. Je 136 

BLANK, FRANK J. Vinyl wall coverings, How to judge. #/ 
F 76-77+ 

BLASKO, M.D., JOHN J. V.A. hospital units. 1 Ag 77-79 
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BLOOD BANKS 
Blood bank controls. Raymond H. Pues. i Je 86-88-+ 
Decisions on use of blood. William A. Regan. # S 58+ 

BOLAND, FREDERICK H. International responsibilities. # 
N 65-67+ 

BOOK REVIEWS F 32; Ap 50; My 36; Je 34; ii Ag 142+; 
il § 20+; il O 142; d N 110+ 

BOOKS RECEIVED Mr 132; Ap 54; My 48; Je 34; Jl 32; 
S 154-155; O 26 

W. B. Codéperative buying—a rebuttal. N 38- 
39 

BRACELAND, M.D., FRANCIS J. Scientific and professional 
framework for hospital psychiatry, A. #/ Jl 76-81 

BRADLEY, Ph.D., JOHN A. Home care. i] My 69-71+- 

BRIAN, C.C.V.L, ss MARY Ephebiatrics. My 72-73+ 

coer te WILLIAM Sister Dulce of Bahia, Brazil. #2 D 42- 


BRYDEN, H. R. A.C.H.A. fifth annual congress. Mr 20-22+- 

. A.C.H.A. report. N 20-22-1 

. ACS. report. i1 D 24-26 

_ AHLA. report. il N 84-86+ 

. book rev Insight. il N 110 

. Safety, Grass roots. Ap 22-24+ 

BUDGETS see FINANCIAL ANAGEMENT 

BUILDING see CONSTRUCTION 

BUNKER, ANTHONY Who should check invoices? j¢ auth il 
O 90-93 

BURN CENTER 
Burn center: a reappraisal. sr Josephine. i/ F 62-63+- 

BUSINESS AND FINANCE see FINANCIAL MANAGEMENT 


BUYERS’ GUIDE | 
Buyers’ guide. Dir Mr 284+; O 214+ 
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CADMUS, M.D., ROBERT R. Hospital formularies, The cur- 
rent status of. #1] Mr 106-107 
CAFETERIAS see DIETARY DEPARTMENT 
CALENDAR Ja8-+; F 10+; Mr 8+; Ap ae My 8-+; Je 8+; 
ji 8; Ag 12+; S 8; O 10+; N 12;D 1 
CALLAHAN, BARBARA International pointe on health & 
health education. #1 O 42-43 
4. Middle Atlantic Assembly. i1 Ag 22-24+- 
CANADIAN CONFERENCE OF CATHOLIC SCHOOLS OF 
NURSING 
Council members. Dir Mr 155 
CANON LAW 
Canon law change [in “News”’]. N 48 
Canon law for hospitals. book rev My 36 
CARANO, ALBERT G. Engineering is ‘part of the family.’ i 
Mr 
CARE OF THE AGED 
Aged, The: A major problem for general hospitals. sr M. 
Alma. il My 68 
Diet problems. Margaret Ohlson. i/ Ag 122+ 
Eldercare legislation, What hospitals should know about. 
il Ja 49-59 
Lab advances pose problems. Henry C. Allen. i Ja 98+ 
National health service, Hospital administration in the. 
Bryan A. McSwiney. My 74-75+ 
CARL, O. _ sr MARY Contract housekeeping? j# auth il JE 
36-38 
CARMEL, R.S.M., sr M. Darkroom tank, Portable. Mr 84 
CATHERINE, D.C., sr book rev Lest we build on sand. il Ag 
142 


CATHERINE ELLEN, O.S.F., sr M. Employes, Education for 
all. #1 N 70-71 

CATHERINE OF SIENNA, S.S.A., sr M. Protestant-Catholic 
hospital dialogue. D 66-68+- 


CATHOLIC HOSPITAL ASSOCIATION . 
—COMMITTEES AND COUNCILS see also CONVEN- 
TION 
C.H.A. councils and committees. Dir Mr 19 
—CONFERENCES 
C.H.A. conference news. Catherine Steinkoetter. F 
20+-; Je 26+; N 46 
Regional conferences of Catholic hospitals. Dir Mr 25-31 
—CONVENTION 
Annual C.H.A. conventions—1915-1961. Dir Mr 17 
47th annual convention preview. #1 Ap 69-79 


DECEMBER, 1962 


Official notice of annual election. A 

47th annual convention report. #/ Jl 59-74 
General sessions. #/ Jl 59-72 

New C.H.A. officers. Jl 
Philosophy for Catholic hospitals, A. Jl 73 
President looks ahead, The. rt rev msgr Clement G. 
Schindler. #1 Ag 64 

Resolutions. Jl 74 
Sectional summaries. i] Ag 52-64 
Technical exhibit. i/ Ap 81-86 


—HISTORY 
Important dates in the life of the Association. Dir Mr 16 
—INSTITUTES, PROGRAMS AND WORKSHOPS 
C.H.A. continuing education Cr: for hospital phar- 
macists Lin “News”]. Ja 3 
Institute for graduate dietitians [in News’ ]. il My 50 
er on family-centered maternity care [in “News’’]. 
il My 52 
Members -f the C.H.A. Committee on Hospital Phar- 
macy Practice [in “News”]. #1 D 32 
Nursing service institute on supervision, The. i] My 14 
Summer course for food service supervisors [in “People 
& Places”]. # Ag 154 


—OFFICERS AND BOARDS 
Administrative board of C.H.A. # Jl 73 
C.H.A. past presidents. Dir Mr 17 
New C.H.A. officers. i1 Jl 66 
Officers and boards. Dir Mr 18 
Official notice of annual election. Ap 80+ 
Past presidents honored. #/ Ap 12 
President looks ahead, The. rt rev msgr Clement G. 
Schindler. i1 Ag 64 
—PERSONAL MEMBERS 
Personal membership roster. Dir Mr 269-274 


CATHOLIC HOSPITAL ASSOCIATION OF CANADA 
Officers. Dir Mr 18 

CHARITY 
Charity, The faces of. sr Anthony Marie. i] Ja 60-65 


MARIE, C.C.V.1L., sr Freedom to achieve. My 122- 
12 


CHARLOTTE, Ad.PP.S., sr M. Affiliztion for med. tech. schools? 
il JL 96+ 

CHILD CARE see PEDIATRIC CARE 

CHRISTIANSON, M.D., O. O. Med. tech. schools of the future. 
il O 114+ 

CHRISTOPHER, W. I. Community planning, The hospital's 
responsibility for. i1 My 63+- 

Hospital personnel management. Je 51-54+- 

Management improvement. i/ Ag 65-68 

. Pension programs, Planning. #1 S 126+ 

CLARENCE, O.S.F., sr M. Intensive care unit, An. #1 § 83-85 


CLEMENTINE, R.S.M., rf M. Hospital food purchasing, A dieti- 
tian’s view of. Mr 98+- 
CLINICAL LABORATORY 
Affiliation for med. tech. schools? sr M. Charlotte. id Jl 96+ 
Blood bank controls. Raymond H. Pues. #/ Je 86-88+- 
Disinfectants, Testing. Thomas Laskaris. #/ O 101+- 
Ethical concepts in medical technology. sr Marcella Marie. 
Ap 122+ 
Lab advances pose problems. Henry C. Allen. i Ja 98+- 
Med. —. schools of the future. O. O. Christianson. i O 
11 
Med. techs., Continuing education for. sr Mary Antonia. N 


Medical technology, Future advances in. Verna Rausch. # 
M 


r 

Medical technology, Patient-centered. Leonard V. Crowley. 
il My 98+- 

Professional challenge, A. sr Mary Antonia. D 98+ 

Renovating the clinical laboratory. sr M. Antonia. F 104+ 

Sterile disposable nurser system for infant feeding, A. I. R. 


Ring, A. J. Vignec and D. J. Donovan. # S$ 78-82 
CLINICS 
Mental health clinics. Harold R. Martin. # Ag 71-73 
COLLECTIONS 
Successfu! Kurt Pohlen and Michael Pohlen. 
r 


Statistics, The use of. Joseph P. Peters. Mr 66-67+ 
COLLEGIATE NURSING SCHOOLS see under NURSING SCHOOLS 


COLLEGIATE PURCHASING PROGRAMS 
Collegiate purchasing programs. iJ O 104+- 
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COMMUNICATIONS 


Church and communications arts, The. book rev il O 142 


Communications and interpersonal relations. sr Francis 
Xavier. S 86-90 
News, The hospital is. sr Zita Marie. Mr 112+ 


Publicity pointers. Jack Bedford. Ag 106+ 


COMMUNITY PLANNING 
Community planning, The hospital's responsibility for. W. I. 
Christopher. i/ My 63+ 
Hospital ~_ Expanded horizons of. Hiram Sibley. #/ D 
83-85 
CONFERENCE OF CATHOLIC SCHOOLS OF NURSING 
Council members. Dir Mr 155 
CONFERENCES see under CATHOLIC HOSPITAL ASSOCIATION 


CONSTRUCTION se@also Remodeling 

Building programs based on planning. rev John J. Flanagan, 
S.J. ed F 55 

Burn center: a reappraisal. sr Josephine. #/ F 62-63+ 

Catholic hospital construction in 1961. Dan Roberts. # 
F 56-59 

Checklist for expansion. Donald J. Pyskacek. i/ F 81-85 

Construction lawsuits. William A. Regan. #/ F 78-79+- 

Contracts, Analyzing. Louis Menk. i/ F 64-66 . 

Eldercare legislation; construction aid [in “National News’’]. 
George E. Reed. Ap 19-20 

Emergency electric power plants. Richard T. Danks. #/ F 
67-74 

Hospital library, An architect envisions the. Mortimer 
Murphy, Jr. # F 80+- 

Landscaping, The values of hospital. Michael G. Meni- 
chella. # F 75+ 

Making new units out of existing facilities. sr Helen Louise. 
Ap 148+ ‘ 

O.R. suite, A new. Anne M. Duncan. i/ My 81-84 

Office of planning and construction? Do you néed an. 
James S. Moore. i/ F 60-61 : 

Pediatric cafeteria. Hazel A. Smith. #/ F 118-119 

Radioactive isotopes in medical practices. Joseph Selman. 
il O 105-112 

Renovating the clinical laboratory. sr M. Antonia. F 104+ 

Should the pattern of hospital service change? My 108-+- 

Space needs in housekeeping. Anne J. Vestal. F 86+ 

Vinyl wall coverings, How to judge. Frank J. Blank. #/ F 


76-77 
CONSULTANTS 
Consultants, The use of outside. John Hurley. #/ Mr 80+ 
CONTRACTS 
Contracts, Analyzing. Louis Menk. #/ F 64-66 


CONTRACT? SERVICE 

Contract housekeeping? sr M. Senana, sr M. Carl and Mrs. 
Willard K. Tew. Je 36-38+ 

CONVENTIONS see <ATHOLIC HOSPITAL ASSOCIATION—CON- 
VENTION; CONFERENCE OF CATHOLIC SCHOOLS OF NURS- 
ING; and other associations 

COURT DECISIONS see LAWS AND LEGISLATION AND LAW FORUM 

CREDITOR, M.D., MORTON C. Medical education, Trends in. 
il Ap 87-91+ 

CRIBBIN, Ph.D., JAMES J. Supervisory improvement. i/ Mr 
57-60 

CROWLEY, M.D., LEONARD V. Medical technology, Patient- 
centered. i] My 98-+- 

| D 


DANIELS, M.D., ROBERT S. Education and training within 
and without the hospital. v/ S 115-118 


DANKS, RICHARD T. Emergency electric power plants. #/ 
F 67-74 
DESIGN see CONSTRUCTION; PLANNING 
DIETARY 
Basic nutrition and diet therapy for nurses. 


2+ 
Catholic food manual, The. book rev Je 34 
Diet problems. Margaret Ohlson. #/ Ag 122+ | 
Dietary cost control. sr Joseph Marie. #/ Ap 170-172+ 
Dietary fat and heart disease. Dorothy M. Rathmann. i#/ 
yi 128+ 
Dietary liaison with new patients. sr Mary Inez. i/ S 148-+- 
Food for fifty. book rev Ap 50 
Food service planning: layout and equipment. book rev F 32 
Foods & folklore of the Christmas season. rev Francis~ X. 
Weiser, S.J. i 
Hospital food purchasing, A dietitian’s view of. 
Clementine. Mr 98+- 


book rev Ag 


158 


sr M. 


Mayo Clinic diet manual. book rev Je 34 
Menus from readers. #1 My 128; i/ Je 100 


Normal and therapeutic nutrition. book rev My 36 

Pediatric cafeteria. Hazel A. Smith. #/ F 118-119 

Quantity food purchasing. book rev Ap 50 

Team concept speeds tray service. sr Ancilla. i/ O 143-144+ 

V.N.A. and dietary service, The. Shirley O'Connell. #/ Ja 
82+- 


DIRECTORIES 
Advertisers’ addresses. Dir Mr 332 +- 
Buyers: guide. Dir Mr 284 
Catholic hospitals in 1961. Edward A. Behrman and Robert 
H. Richart. Dir Mr 53-114 
Catholic hospitals’ of the United States and Canada, The— 
arrangement of the directory. Dir Mr 49-52 
Catholic related health facilities of the United States and 
Canada. Dir Mr 117-137 
Catholic schools of nursing. Margaret M. Foley. Dir Mr 
159-197 
Education for hospital service. Dir Mr 215-223 
Nursing education facilities in the United States and Canada. 
Dir Mr 155-158 
Personal membership roster, Catholic Hospital Association. 
Dir Mr 269-274 
Presidents of National Federation of Catholic Physicians’ 
Guilds. Dir Mr 277-279 
Regional conferences of Catholic hospitals. Dir Mr 25-31 
Religious organizations engaged in hospital and nursing edu- 
cation activities. Dir Mr 225-256 
1962 directory, The. rev John J. Flanagan, S.J. Dir Mr 14 
DONNELLY, PAUL R. book rev The planning and operation 
of an intensive care unit. F 32 
DONOVAN, M.D., D. J. Sterile disposable nurser system for 
infant feeding, A. jt auth il § 78-82 


DOWNEY, JEANNE F. Medical rehabilitation. #/ D 74-77 


DROUILLARD, M.D., EUGENE J. P. School of x-ray tech- 
nology, A. jt auth il Ap 184+ 


DRUGS 
Challenges facing pharmacy. William S. Apple. #/ Ag 45- 
48- 
Hospital formularies, The current status of. Robert R. Cad- 
mus. i/ Mr 106-107 
DUNCAN, ANNE MIKKELSEN O.R. suite, A new. ‘/ My 81-84 


E 
EDITORIAL F 55 


EDUCATION see also Hospital Administration, Courses in; 
Medical Education; Nursing Education; and various de- 
partments 
Affiliation for med. tech. schools? sr M. Charlotte. #/ Jl 96+- 
Collegiate purchasing programs. i/ O 104-+- 

Collegiate schools of nursing faculty personnel policies. rev 
Carl A. Hangartner, S.J. #/ Jl 100-102+ 

Continuing education. William K. Beatty. #/ Ag 118-120 

Education for hospital service. Dir Mr 215-223 

Employes, Education for all. sr M. Catherine Ellen. i/ N 
70-71 4 

Ethical concepts in medical technology. sr Marcella Marie. 
Ap 122+. 

Evaluation of student nurses; part I—concepts and practices. 
sr Bernadette Armiger. i/ Ja 70-72+- 

Evaluation of student nurses; part Il—tools & techniques. 
sr Bernadette Armiger. i] Mr 76-79+- 

Evaluation of student nurses; part I[]—appraisal interview. 
sr Bernadette Armiger. i/ Ap 96-97+- 

Freedom to achieve. sr Charles Marie. My 122-124-+- 

Hospital _ The formation of. sr Mary Helen. Ap 100- 
101-- 

Inservice programs, The problems of. sr Mary Ann. i/ Je 


Inservice training for nursing aides, A critical look at. sr 
Mary Laureen. i/ N 68-69-+- 

Integration of the student in the radiology department. sr 
Agnes Therese. Ap 112-+- 

International conference on health & health education. Bar- 
bara Callahan. #/ O 42-43+- 

Library orientation. sr Mary Leonilda. Mr 130 

Married students in schools of nursing? What about.. 57 
Aloysius. D 96-+- 

Medical center library, The. Carroll F. Reynolds. D 102+ 

Trends in. Morton C. Creditor. i/ Ap 87- 
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Medical einaigy. Future advances in. Verna Rausch. i 
M 


r 86+ 

Med. = schools of the future. O. O. Christianson, i O 
114- 

Med. techs., Continuing education for. 
N 96 

Nursing education facilities in the United States and Canada. 
Dir Mr 155-158 

Orientation for sisters. sr Anna Cecilia. i] N 74+- 

Our heritage and our future. rev John J. Flanagan, S.J. S 76- 
77+ 

Patient care. rev John J. Flanagan, S.J. #1 Je 73-74+ 

Patients view their roles. Hans O. Mauksch. O 136-138+- 

Professional challenge, A. sr Mary Antonia. D 98+ 

School of x-ray technology, A. sr Alberic Marie, Eileen Wedl 
and Eugene J. P. Drouillard. #1 Ap 184+ 

Sisters in professional organizations. sr Madeleine Clemence. 
il N 72-73+ 


ELDERCARE 
Diet problems. Margaret Ohlson. i/ Ag 122+- 
Eldercare legislation; construction aid [in “National News’ ]. 
George E. Reed. Ap 19-20 
— legislation, What hospitals should know about. # 
a 49-59 
Lab advances pose problems. Henry C. Allen. i/ Ja 98+ 
EMERGENCY CARE see also Disaster 
Emergency care. William A. Regan. iJ Mr 70-71-+- 
Negligence cases, Two. William A. Regan. My 116-118 
Race against the clock. Gabrielle M. Gulyassy. #1 Mr 61-65 
ENGINEERING 
Checklist for expansion. Donald J. Pyskacek. i/ F 81-85 
“er electric power plants. Richard T. Danks. # F 
7-7 
ws is ‘part of the family.’ Albert G. Carano. Mr 
108 


sr Mary Antonia. 


Safety, Grass roots. H. R. Bryden. Ap 22-24+ 
Vinyl wall coverings, How to judge. Frank J. Blank. iJ F 76- 
77+ 
EVANGELIST, C.C.V.I., sr M. Competent clinical nursing 
courses. i/ Ag 136-138-+- 
EXECUTIVE BOARDS, COMMITTEES, COUNCILS see CATHOLIC 
HOSPITAL ASSOCIATION 


F 


FACILITIES see HOSPITAL AND HEALTH FACILITIES 

FEES AND CHARGES see FINANCIAL MANAGEMENT 

FIDELIS, D.C. sr Problems that challenge hospital nursing, The. 
il Ap 134+ 

FINANCIAL MANAGEMENT 
Collections, Successful: Kurt Pohlen and Michael Pohlen. #/ 


Mr 68-69-+ 
iaccntinn buying. Joseph F. Hill, Jr. i O 94-97 
B. Borsdorff. il N 


Coéperative buying—a rebuttal. W. 
38-39-+- 
Dietary cost control. sr Joseph Marie. i/ Ap 170-172+- 
Employe benefits discussion day. sr M. Rita. i/ Ja 74+ 
ame wage administration. Robert J. O'Malley. i/ Je 64- 
How accounting measures. Harold Hinderer. My 88+ 
National health service, Hospital administration in the. Bryan 
A. McSwiney. My 74-75+ 
Patient data system, A computer-based. Robert W. Harrington. 
il My 64-67 
Pension programs, Planning. W. I. Christopher. i/ S 126+ 
Perpetual pricetag, A. George Bevans. Je 136 
Personnel program, How we planned a. sr Mary Kunigunda. 
Je 72 
Position analysis to wage administration, From. mr Mary of 
the Divine Wisdom. i/ Je 70-71 
Price, A new focus on. A. L. McMillan. i/ O 81-85 
Productive hours, The use of. sr M. Gerald. Ja 66-67 
Productive hours, The use of. William Quirk. Ja 67-69+ 
Research, Stop, look and. Edward M. Grapp.. #/ O 102-103+- 
Selling strategy. Donald G. Frederick. #/ O 89+- 
Statistics, The use of. Joseph P. Peters. Mr 66-67+- 
—— —_ How to make a meaningful. O. L. Allman. Je 
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Frank M. Rhatigan. il O 98. 


Who should check invoices? Anthony Bunker and John A. 
O'Connell. i O 90-93 


FIRE PREVENTION AND CONTROL .see SAFETY 
FISHER, FRANCES Library P.R. Ap 37+ 
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FLANAGAN, S.J. “ JOHN J. Building programs based on 
ed F 5 
to psychiatry in il ji 76 
Our heritage and our future. § 76-77+ 
. Patient care. il Je 73-74+ 
. L. C.2 Whatever to. ii Ap 94-95+ 
1962 directory, The. Dir Mr 14 


FOLEY, Ph. D., MARGARET. Catholic schools of nursing. Dir 


Mr 159-162 | 
Nursing news. F st il My 14+; Je 24; S 

il Oo 30; N 14+; #D1 

FOOD SERVICE see DIETARY monies 

FQREIGN HOSPITALS see HOSPITAL AND HEALTH FACILITIES 
and OVERSEAS ACTIVITIES 

FRANCIS XAVIER, G.N.S.H., sr Communications and inter- 
personal relations. S$ 86-90 

FREDERICK, DONALD G. Selling strategy. i/ O 89+- 
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GERALD, C.S.C., sr M. Administration, Progressive. My 79-80-+- 
. Productive hours, The use of. Ja 66-67 
Receives Frederick C. Morgan award Lin 
“News” ]. #1 O 72+ 
GERTY, M.D., FRANCIS J. Role of the hospital in mental 
health programs, The. i/ Ag 73-76 
GOEBEL, RT. REV. MSGR. EDMUND J., Ph.D. . . . Past 
presidents honored. i/ Ap 12 
GORTON, R.N., JOHN V. Therapeutic nursing, The meaning 
of. il 91-94 
GRADUATE NURSE EDUCATION see NURSING SCHOOLS 
GRAPP, EDWARD M. Research, Stop, look and. i/ O 102-103-+- 
GROUP PURCHASING 
Coéperative buying. Joseph F. Hill, Jr. i/ O 94-97 
Coéperative buying—a rebuttal. W. B. Borsdorff. i/ N 
38-39-+- 
GULYASSY, GABRIELLE M. Race against the clock. i/ Mr 
61-65 
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HALL, M.D., BERNARD H. Crises and trends in hospital psy- 
chiatry. #/ Jl 82-87 
HANGARTNER, S.J., Ph.D., rev CARL A. Collegiate schools 
of nursing faculty personnel policies. i/ Jl 100-102+ 
HARRINGTON, Ph.D., ROBERT W. Patient data system, A 
computer-based. i] My 64-67 
HAZARDS see SAFETY 
HELEN, D.C., ss MARY Hospital sisters, The formation of. 
Ap 100-101+ 
HELEN LOUISE, S.S.M., sr M. Making new units out of existing 
facilities. Ap 148 s+ 
HELLMAN, ‘JOHN S. City of contradictions, Irony in a. My 
30-32-+ 
HENRY, JOHN C. New construction. i/ O 56+; id N 30+ 
People & places. i/ Ag 152-154+; il S 156+; 
il O 184+; i N 126+; # D 110+ 
HILL-BURTON 
Eldercare legislation; construction aid [in “National News’’]. 
George E. Reed. Ap 19-20 
Hill-Burton appropriations; customs exemptions [in “Na- 
tional News” ai George E. Reed. O 20 
Hill-Burton appropriations; report on Kerr-Mills [in “Na- 
tional News” ]. George E. Reed. My 42+ 
Medical school assistance; Hill-Burton regulations [in “Na- 
tional News’]. George E. Reed. Mr 14 
Urban renewal for hospitals; the Mills plan [in “National 
News” ]. George E. Reed. Ag 20 
HILL, JR., Ph.D., JOSEPH F. Codperative buying. i/ O 94-97 
HINDERER, HAROLD How accounting measures. My 88+- 
HOME CARE 
Home care. John A. Bradley. i1 My 69-71+ 
HOSPITALS (descriptive information on individual hospi- 
tal, or hospitals of a city or country; arranged alpha- 
betically by geographic location, first by country, then 


Hong Kong 
Hong Kong Hospital [Our Lady of om 
Hospital]. sr Maria del Rey. i/ D 90- 
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—UNITED STATES 
Beech Grove, Ind. 

Employe benefits discussion (St. Francis Hos- 

pital]. sr M. Rita. #/ Ja 74+ 
Bismarck, N.D. 

Inhalation therapy department, Organizing an [St. 

Alexius]. sr M. Paul McCarthy. Mr 72+ 
Brooklyn, N.Y. 

Fire at St. Mary's, Brooklyn. Ted Shiebler. #/ S 

119-120 
Chicago, IIl. 

Checklist for expansion [St. Anne’s]. 

Pyskacek. i/ F 81-85+- 
Chicago, Ill. 

Nursing audit, Why we need the [St. Mary of 

Nazareth Hospital]. sr Mary Agnes. D 50+ 
Cleveland, Ohio 

Race against the clock [St. Vincent Charity]. Gab- 

rielle M. Gulyassy. #1 Mr 61-65 
Dallas, Tex. 

Motivation & integration [St. Paul]. Stephen 

Landregan. i/ Je 102+ 
Denville, N.J. 

Personnel program, How we planned a ([St. 

Clare’s]. sr Mary Kunigunda. Je 72 
Hartford, Conn. ‘ 

Intensive care unit, An [St. Francis]. sr. M. Clar- 

ence. S 83-85 
Honolulu, Hawaii 

in Hawaii (St. Francis Hospital]. it D 

1 
Hutchison, Kan. 

Darkroom tank, Portable [St. Elizabeth’s Mercy]. 

sr M. Carmel. Mr 84 
Meadowbrook, Pa. 
Productive hours, The use of [Holy Redeemer]. 
William Quirk. Ja 67-69+- 
Milwaukee, Wis. 
Burn center: a reappraisal [St. Mary’s Hospital]. 
sr Josephine. i] F 62-631 
New York, N.Y. 

Charity, The faces of oo Vistent’ s]. sr Anthony 

Marie. i] Ja 60-6 
New York, N.Y. 

Personnel systems and methods, Developing scien- 
tific [St. Vincent's]. mr Loretto Bernard and 
sr Miriam Eveline. . Je 66-68-++- 

Pueblo, Colo. 

Pediatric cafeteria [St. Mary-Corwin]. Hazel A. 

Smith. #/ F 118-119 
Roslyn, N.Y. 

O.R. suite, A new [St. Francis]. Anne M. Duncan. 

il My 81-84 
Washington, D.C. 
Medical rehabilitation [Georgetown University Hos- 
pital]. Jeanne F. Downey. i#/ D 74-77 
West Islip, N.Y. 
Position analysis to wage administration, From 
Samaritan]. mr Mary of the Divine 
Wisdom. il Je 70-71 


HOSPITAL ADMINISTRATION, COURSES IN 
Graduating students of the U. of Montreal graduate course in 
H.A. [in “News”]. Jl 34 
to hospital administration [in “News’]. i 
St. Louis U. students assigned hospital administration resi- 
dencies. Jl 50-51 


HOSPITAL AND HEALTH FACILITIES see also Construction 
Burn center: a reappraisal. sr Josephine. i/ F 62-63+- 
“ae construction in 1961. Dan Roberts. i F 
Catholic hospitals in 1961. Edward A. Behrman and Robert 
.  H. Richart. Dir Mr 53-114 
Catholic hospitals of the United States and Canada, The— 
arrangement of the directory. Dir Mr 49-52 

Catholic related health facilities of the United States and 
Canada. Dir Mr 117-137 

Education for hospital service. Dir Mr 215-223 

Ephebiatrics. sr Mary Brian. #1 My 72-73+- 

Intensive care unit, An. sr M, Clarence. #1 S 83-85 

Nursing education facilities in the United States and Canada. 
Dir Mr 155-158 

Patient data system, A computer-based. Robert W. Harring- 
ton. il My 64-67 

Pediatric cafeteria. Hazel A. Smith. #/ F 118-119 


Donald J. 


Religious organizations engaged in hospital and nursing edu- 
cation activities. Dir Mr 225-256 
Should the pattern of hospital service change? My 108-+- 
HOSPITAL PROGRESS 
Catholic Press Association journalism award. i/ Jl 12 
Statement of ownership. N 50 
HOSPITAL-SPECIALIST RELATIONS 
Chronic alcoholic in the special hospital, The. Joseph Thimann. 
il D 78-79+- 
Education for hospital service. Dir Mr 215-223 
HOUSEKEEPING 
Contract housekeeping? sr M. Senana, sr M. Carl and Mrs. 
Willard K. Tew. #1 Je 36-38+ 
Disinfectants, Testing. Thomas Laskaris. i#/ O 101+ 
Motivation & integration. Stephen Landregan. i/ Je 102+ 
Space needs in housekeeping. Anne J. Vestal. F 86+- , 
HUMAN RELATIONS see ADMINISTRATION; PUBLIC RELATIONS 


HUDENBURG, ROY book rev Essential hospital electrical serv- 
ice. O 20 + 
HURLEY, JOHN Consultants, The use of outside. iJ Mr 80-+- 


ILLINOIS ASSOCIATION FOR MATERNAL & INFANT 
HEALTH 
Maternal & infant health. Robert J. Stephens. #1 Mr 34+- 
IMMACULATA, O.S.F., sr M. Psychiatric nurse supervisor, The. 
il Ag 84-86 
IMMUNITY see also Liability 
Ethics & immunity. William A. Regan. Ap 98-99+ 
Negligence; immunity. William A. Regan. Jl 27-28+- 
Public funds and private hospitals; prospective immunity rul- 
ings [in “National News”]. George E. Reed. Ja 32 
INEZ, —* sr MARY Dietary liaison with new patients. #/ 
S 148 
INFANT CARE séé: PEDIATRIC CARE 
INHALATION THERAPY 
Inhalation therapy department, Organizing an. sr M. Paul 
McCarthy. Mr 72+ 
INSERVICE 
Employes, Education for all. sr M. Cotherine Ellen. i] N 
70-71 
Inservice programs, The problems of. sr Mary Ann. i/ Je 
80+ 


Inservice training for nursing aides, A critical look at. sr 
Mary Laureen. i/ N 68-69-+- 
Med. techs:, Continuing education for. sr Mary Antonia. 
N 96+ 
Orientation for sisters. sr Anna Cecilia. #1 N 74+- 
INSTITUTES AND CONFERENCES see under CATHOLIC HOSPITAL 
ASSOCIATION 
INTENSIVE CARE 
Intensive care unit, An. sr M. Clarence. i] S 83-85 
The planning and operation of an intensive care unit. book 
rev F 32 
INTER- DEPARTMENTAL RELATIONSHIPS see ADMINISTRATION; 
PERSONNEL ADMINISTRATION 
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JOAN, Ad.PP.S., sr MARY book rev The story of x-ray from 
rontgen to isotopes. N 110+ 
JOB ANALYSIS 
Job analysis: How we did it. sr Ann Gerard. Je 69+ 
Personnel program, How we planned a. sr Mary Kunigunda. 
Je 72 
Position analysis to wage administration, From. mr Mary ot 
the Divine Wisdom. i/ Je 70-71 
JOINT COMMISSION ON ACCREDITATION OF HOSPITALS Sée¢ 
ACCREDITATION 
JONATHAN, S.S.M., sr M. Natural childbirth. i1 My 78+- 


— C.S.J., sr Dietary cost control. #1 Ap 170- 
172 
JOSEPHINE, D.C., sr Burn center: a reappraisal. #1 F 62-63-+- 
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W. Te Foundation annual report 1961. book rev My 
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KINCAID, WILLIAM H. Medical audit, The internal. Ap 92- 


93+ 
KUNIGUNDA, S.S.M., ss MARY Personnel program, How we 
planned a. Je 72 
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LABORATORIES, RESEARCH see RESEARCH 
LABORATORY, CLINICAL see CLINICAL LABORATORY 


sco he ELEANOR C. Where have we lost the patient? 
ase STEPHEN Motivation & integration. Je 

omar values of hospital. Michael G. Menichella. 
LASKARIS, Ph.D., THOMAS Disinfectants, Testing. i/ O 101+- 


LAUREEN, F.C.S.P., ss MARY Inservice training for nurses 
aides, A critical look at. i1 N 68-69+- 
LAW FORUM William A. Regan. Ja 20+; il F 78-79+; il 
Mr 70-71+; Ap 98-99-+-; My 116-118; Je 94+; Jl 27-28+-; 
Ag 128+; i S 58+; O 64+; N 76+; D 80-82 
LAWS AND LEGISLATION see also Hospital-Specialist Re- 
lations; Immunity; Liability 
Challenges facing pharmacy. William S. Apple. i] Ag 45-48+- 
Construction lawsuits. William A. Regan. i] F 78-79+- 
Contributory negligence; staph infection unproved. William 
A. Regan. Je 94+ 

Decisions on use of blood. William A. Regan. i] S 58+ 

Eldercare legislation; construction aid [in “National News]. 
George E. Reed. Ap 19-20 : 

Eldercare legislation, What hospitals should know about. 
il Ja 49-59 

Emergency care. William A. Regan. #1 Mr 70-71+- 

Ethics & immunity. William A. Regan. Ap 98-99-+- 

Hill-Burton appropriations; customs exemptions [in “National 
News’ ]. George E. Reed. O 20 

Hill-Burton appropriations; report on Kerr-Mills [in “Na- 
tional News” ]. George E. Reed. My 42+- 

Hospitals cleared in anesthesiology accidents. William A. 
Regan. Ja 20+- 

Law forum. William A. Regan. D 80-82 

Medical school assistance; Hull-Burton regulations [in “Na- 
tional News” ]. George E. Reed. Mr 14 

Negligence and malpractice. William A. Regan. O 64+ 

Negligence cases, Two. William A. Regan. My 116-118 

Negligence; immunity: William A. Regan. Jl 27-28+- 

Public funds and private hospitals; prospective immunity 
rulings [in “National News]. George E. Reed. Ja 32 

Urban renewal for hospitals; the Mills plan. George E. Reed. 
Ag 20 


87th congress [in “National News’]. George E. Reed. il 
D 69+ 


LAY PERSONNEL see ADMINISTRATION; PERSONNEL ADMINIS- 
TRATION 
LEONILDA, S.C.N., sr M. Library orientation. Mr 130 
LIABILITY see also Immunity; Laws and Legislation 
Construction lawsuits. William A. Regan. #1 F 78-79+- 
Contributory negligence; staph infection unproved. William 
A. Regan. Je 94+- 
Decisions on use of blood. William A. Regan. #/ S 58+ 
Hospitals cleared in anesthesiology accidents. William A. 
Regan. Ja 20+- 
Law f6rum. William A. Regan. D 80-82 
Negligence cases, Two. William A. Regan. My 116-118 
Public funds in private hospitals; prospective immunity rul- 
ings [in “National News”]. George E. Reed. Ja 32 
LIBRARY SERVICE 
Continuing education. William K. Beatty. #1 Ag 118-120 
Hospital library, An architect envisions the. Mortimer J. 
Murphy, Jr. #1 F 80+ 
Librarian's duties, The—an administrator's view. sr Philo- 
mene. # Jl 122+ 
Library orientation. sr Mary Leonilda. Mr 130 
Library P.R. Frances Fisher. Ap 37+ 
Library's integral services, The. Helen T. Yast. #/ S$ 142- 


Medical library, The. Carroll F. Reynolds. D 
LORETTO BERNARD, S.C. mr Personnel systems and meth- 
ods, Developing scientific. j# auth Je 66-68+- 
LOUISE, D.C., ss MARY Sterile gowns. i1 My 76-77 
LYNCH, S.J., rev JOHN J. Extreme Unction: toward a practical 
appreciation of the sacrament. #/ Mr 73-75-+- 
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MADELEINE CLEMENCE, O.P., Ph.D., sr Sisters in profes- 
sional organizations. N 72-73+- 
MAINTENANCE 
Contract housekeeping? sr M. Senana, sr M. Carl and Mrs. 


Willard K. Tew. il Je 36-38+ 
electric power plants.. Richard T. Danks. #/ F 67- 
7 


Engineering is ‘part of the family. Albert G. Carano. Mr 


values of hospital. Michael G. Menichella. 

# F 75 

Vinyl wall coverings, How to judge. Frank J. Blank. i F 
76-77 + 


MALPRACTICE 
Negligence and malpractice. William A. Regan. O 64+ 
Review of cases involving negligence and malpractice, A. 
William A. Regan. N 76+ 
MANAGEMENT see aiso Various Departments 
Administration, Progressive. sr M. Gerald. My 79-80+- 
Consultants, The use of outside. John Hurley. #1 Mr 80+ 
Employes, Education for all. sr M. Catherine Ellen. if N 
70-71 


Ephebiatrics. sr Mary Brian. i] My 72-73+ 

Holy Cross program, The. J. W. McCulloch. Je 58-61+ 

Hospital care, Expanded horizons of. Hiram Sibley. # D 
83-85 

Hospital executive, The. Jerome G. Stewart. #1 D 70-73 

ae personnel management. W. I. Christopher. Je 51- 
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Hipopieat wage administration. Robert J. O'Malley. il Je 64- 
5+ 


Improvement is everyone's concern. Floyd W. Simerson. #/ 
Mr 53-56_- 

Job analysis: How we did it. sr Ann Gerard. Je 69+ 

Making the supervisor's role acceptable. Glenn N. 
Je 57+ 

Management improvement. W. I. Christopher. i1 Ag 65-68 

— New concepts in. Edward T. Auer. #1 S§ 104- 


Scott. 


Master planning for change. very rev Paul C. Reinert, S.J. 
il N 62-64+ 


— A look to the future. Edward J. Spillane. Je 55- 

— How we planned a. sr Mary Kunigunda. 

Personnel systems and methods, Developing scientific. mr 
Loretto Bernard and sr Miriam Eveline. Je 66-68+ 

Position analysis to wage administration, From. mr Mary of 
the Divine Wisdom. i/ Je 70-71 

Productive hours, The use of. sr M. Gerald. Ja 66-67 

Productive hours, The use of. William Quirk. Ja 67-69+ 

Protestant-Catholic hospital dialogue. sr M. Catherine of 
Sienna. D 66-68-+- 

—— of leadership. rev John B. Murray, C.M. N 59- 
l 


Responsibilities for leadership. John T. Ryan, Jr. i] N 55-58 
Sisters in professional organizations. sr Madeleine Clemence. 
il N 72-73+ | 
Supervisory improvement. James J. Cribbin. i1 Mr 57-60 
ee aoe How to make a meaningful.O. L. Allman. Je 
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MARCELLA MARIE, C.S.J., sr 
technology. Ap 122+- 
MARIA DEL REY, sr Hong Kong Hospital. #1 D 90-95 
MARSALIN INSTITUTE i#/ O 38-39 
st. M.D., HAROLD R. Mental health clinics. #1 Ag 71- 
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MARY OF THE DIVINE WISDOM, D.W., mr Position analy- 
sis to wage administration, From. #/ Je 70-71 

MATERNITY CARE 
Maternal & infant health. Robert J. Stephens. i] Mr 34+ 
Natural childbirth. sr M. Jonathan. i1 My 78+ 

warty Ph.D., HANS O. Patients view their roles. O 136- 
138 

McCORMACK, M.D., JAMES E. 
cepts in. 1 My 59-62 - 

McCORMICK, S.J., rev RICHARD A. Autopsy, Moral con- 
siderations on. Ap 102-104+- 

McCULLOCH, J. W. Holy Cross program, The. Je 58-61+- 

McMILLAN, A. L. Price, A new focus on. i/ O 81-85 

McNAMEE, O.F.M., rev FINTAN Chaplain, The. i Ag 95-97 


Patient care, Changing con- 
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McSWINEY, BRYAN A. National health service. Hospital 


administration in the. My 74-75+- 


MEDICAL AUDIT 
Medical audit, The internal. William H. Kincaid. Ap 92-93 + 
MEDICAL CARE 
Sterile gowns. sr Mary Louise. i] My 76-77 
MEDICAL EDUCATION 
Medical education, Trends in. Morton C. Creditor. i1 Ap 
87-91 + 
Medical school assistance; Hill-Burton — [in “Na- 
tional News’’}. George E. Reed. 
Patient care, Changing concepts in. etl E. McCormack. #/ 
My 59-62 
-MEDICAL INTEREST, OF 
American College of Surgeons. H. R. Bryden. #/ D 24-26 
Autopsy, Moral considerations on. rev Richard A. McCor- 
mick, S.J. Ap 102-104+- 
Blood bank controls. Raymond H. Pues. #/ 86-88-+- 
Care of the cardiac patient. sr Genevieve Sullivan. 
146-149 
Charity, The faces: of. sr Anthony Marie. i/ Ja 60-65. 
Chronic alcoholic in the special hospital, The. Joseph Thimann. 
il D 78-79+- 
Decisions on use of blood. William A. Regan. #/ S 58+- 
Dietary = and heart disease. Dorothy M. Rathmann. #/ Jl 
128 
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Ephebiatrics. sr Mary Brian. i] My 72:73+- 
Inhalation therapy department, Organizing an. 
McCarthy. Mr 72+- 
Instrument kit wins M.H.A. award. i S 16 
International conference on health & health education. Bar- 
bara Callahan. i/ O 42-43+- 
Lab advances pose problems. Henry C. Allen. il Ja 98+- 
M.R.L.? What is an. Marjorie R. Quandt. #/ F 110+ 
Medical audit, The internal. William H. Kincaid. Ap 92-93+- 
Medical technology, Patient-centered. Leonard V. Crowley. #/ 
My 98+- 
National health service, Hospital administration in the. Bryan 
A. McSwiney. My 74-75+- 
Natural childbirth. sr M. Jonathan. i] My 78+- 
O.R. suite, A new. Anne M. Duncan. i/ My 81-84 
Patient care, Changing concepts in. James E. McCormack. i/ 
My 59-62 
’ Patient data system, A computer-based. Robert W. Harring- 
ton. il My 64-67 
Presidents of National Federation of Catholic Physicians’ 
Guilds. Dir Mr 277-279 
Race against the clock. Gabrielle M. Gulyassy. #/ Mr 61-65 
Radioactive isotopes in medical practice. Joseph Selman. 
il O 105-112 
Rehabilitation of the cerebral accident patient. sr Genevieve 
Sullivan. #/ Jl 116+ 
Sterile _——— nurser system for infant feeding, A. I. R. 
Ring, A. J. Vignec and D. J. Donovan. #/ S 78-82 
Sterile gowns. sr Mary Louise. #1 My 76-77 
MEDICAL LIBRARIES see LIBRARY SERVICE 
MEDICAL RECORDS 
Law forum. William A. Regan. D 80-82 
M.R.L.? What is an. Marjorie R. Quandt. #/ F 110+ 
Medical audit, The internal. William H. Kincaid. Ap 92-93+- 
MEDICAL RESEARCH See RESEARCH 
MEDICAL TECHNOLOGY see CLINICAL LABORATORY 
MEDICO-MORAL PROBLEMS 
Autopsy, «Moral considerations on. rev Richard A. McCor- 
mick, S.J. Ap 102-104-+- 
Extreme Unction: toward a practical appreciation of the 
sacrament. rev John J. Lynch, S.J. #1 Mr 73-75+ 
MENICHELLA, MICHAEL G. Landscaping, The values of 
hospital. iJ F 75+ 
MENK, LOUIS Contracts, Analyzing. i/ F G6-66 
MENTAL HEALTH see also Psychiatric Car 
Chaplain, The. rev Fintan McNamee, O.F.M. i/ Ag 95-97 
City of Irony in a. John S. Hellman. My 30- 
$2 
Crises be trends in hospital psychiatry. Bernard H. Hall. # 
J 


sr M. Paul 


Education and preparation. Mary M. Redmond. i/ S 94-97 


Education and training within and without the hospital.. 


Robert S. Daniels. i/ S 115-118 

Management, New concepts in. Edward T. Auer. i/ S 104- 
109 

Marsalin Institute. #/ O 38-39 

Mental health clinics. Harold R. Martin. #1 Ag 71-73 
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Occupational-educational therapist, The. Robert E. Belyea. i/ 
Ag 92-94 

Organization of nursing service for therapeutic nursing. Frank 
J. Shea. #1 Ag 97-100 

Private psychiatric hospitals. Eugene S. Turrell. il Ji 88-90 

nurse supervisor, The. sr M. Immaculata. Ag 


Psychiatric volunteer, The role of the. Marie Aubuchon. Ap 
142 


Psychiatrist in the hospital setting, The. Leo H. Bartemeier. i/ _ 


Ag 69-70 
Psychologist, The. Le Roy A. Wauck. i] Ag 86-89 
Public psychiatric hospitals. Thomas Thale. #/ Ag 80-83 
Reappraisal of standards for hospital psychiatry, A. Harvey 
J. Tompkins. #/ S 100-104 
Research projects in private hospitals and psychiatric units. 
Melvin Sabshin. 110-115 
Role of the hospital in mental health programs, The. Francis 
J. Gerty. il Ag 73-76 
Scientific and professional framework for hospital psychiatry, 
A. Francis J. Braceland. i Jl 76-81 
Social worker, The. Dorothy Sarmiento. i/ Ag 90-92 
The meaning of. John V. Gorton. i/ 
91-9 
V.A. hospital units. John J. Blasko. i/ Ag 77-79 
beter i psychiatric nursing, The. sr Mary Agnes. i/ § 
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MENTAL HOSPITALS see PSYCHIATRIC CARE 


METHODS IMPROVEMENT 
Instrument kit wins M.H.Ar®award. i/ S 16 
Sterile gowns. sr Mary Louise. i] My 76-77 

MIDDLE ATLANTIC HOSPITAL ASSEMBLY 
Middle Atlantic Assembly. Barbara Callahan. i/ Ag 22-24-+- 
Middle Atlantic Hospital Association officers elected at annual 

meeting. i/ Ag 26 

MIRIAM EVELINE, S.C. sr gar systems and methods, 
Developing scientific. jt auth Je 66 

MOORE, JAMES S. Office of planning and construction? Do 
you need an. i/ F 60-61 

MURPHY, JR., MORTIMER J. Hospital library, An archi- 
tect envisions the. i/ F 80+- 

59 C.M., rev JOHN B. - Psychology of leadership. N 
59-61 
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NATIONAL ASSOCIATION FOR MENTAL HEALTH 
City of 4 memaags Irony in a. John S. Hellman. My 30- 
33 


NATIONAL FEDERATION OF CATHOLIC PHYSICIANS’ 
GUILDS 


Presidents of National Federation of Catholic. Physicians’ 
Guilds. Dir Mr 277-279 
NATIONAL LEAGUE FOR NURSING 
NLN accreditations [in “News”]. Ag 40 
NATIONAL NEWS George E. Reed. Ja 32; F 44; Mr 14; Ap 
19-20; My 42+; Jl 16; Ag 20; S 12; O 20 
NEGLIGENCE 
Emergency care. William A. Regan. i/ Mr 70-71-++- 
Law forum. William A: Regan. D 80-82 
Negligence and malpractice. William A. Regan. O 64-+- 
Negligence; immunity. William A. Regan. Jl 27-28+- 
~ Review of cases involving negligence and malpractice, A. 
William A. Regan. N 76+ 
ION John C. Henry. i/ O 56+; N 30+; 
t 110 
NEW SUPPLIES i/ Ja 116+; F 132 +; -Mr 138+; Ap 
194+-; il My 156+; i/ Je 128-135; i Jl 148+; id Ag 158- 
162; #1 S 162-171; #1 O 248+; il N 134+; i D 148 
NEWS il Ja 34+; F 34+; Mr 50-51; Ap 58+; iJ My 50+; 
Je 14+; i Jl 34+; i Ag 38+; S 42+; 1 O 72+; N 47-48; 
il D 30+- 
NURSES se@é NURSING EDUCATION; NURSING SERVICE; NURSING 
SCHOOLS 
NURSING EDUCATION see also Nurting Schools 
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Competent clinical nursing courses. sr M. Evangelist. i/ Ag 
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Evaluation of student nurses; part I—concepts and practices. 
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Evaluation of student nurses; part I1]—appraisal interview. 
sr Bernadette Armiger. i/ Ap 96-97+- 

Freedom to achieve: sr Charles Marie. My 122-124+- 

Inservice training for nursing aides, A critical look at. sr 
Mary Laureen. i/ N 68- 

Married students in schools of nursing? What about. sr 
Aloysius. D 96+ 

Medical rehabilitation. Jeanne F. Downey. #1 D 74-77 

Nursing education facilities in the United States and Canada. 


Dir Mr 155-158 
rev John J. Flanagan, S.J. 


Our heritage and our future. 

S 76-77+ 
Patient care. rev John J. Flanagan, S.J. i/ Je 73-74+ 
Patients view their roles. Hans O. Mauksch. O 136-138+- 
Problems that challenge hospital nursing, The. sr Fidelis. i/ 


Ap 134+ 
Religious organizations engaged in hospital and nursing 
education activities. Dir Mr 225-22 
nae have we lost the. patient? Eleanor C. Lambertsen. i/ 
71-75 
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—ACCREDITATION 
Catholic —— of nursing. Margaret M. Foley. Dir Mr 
159-162 
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lin ‘Nursing News” ]. Margaret Foley. 
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—BASIC PROFESSIONAL PROGRAMS 
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United States and Canada. Dir Mr 163-189 
—DIRECTORY OF CATHOLIC SCHOOLS OF NURSING 
Catholic schools of nursing. Margaret M. Foley. Dir Mr 
159-197 
—EVALUATION 
Evaluation of student nurses; part I—concepts and prac- 
tices. sr Bernadette Armiger. i] Ja 70-72+- 
Evaluation of student nurses; part Il—tools & tech- 
niques. sr Bernadette Armiger. i1 Mr 76-79+- 
Evaluation of student nurses; part I1l—appraisal inter- 
view. sr Bernadette Armiger. i/ Ap 96-97 
—GRADUATE NURSING EDUCATION 
Graduate nursing education—United States and Canada. 
Dir Mr 195-197 
—INSTRUCTORS 
Collegiate schools of nursing faculty personnel policies. 
rev Carl A. Hangartner, S.J. i/ Jl 100-102+- 
—PRACTICAL NURSING PROGRAMS 
Practical nursing programs—United States and Canada. 
Dir Mr 190-194 
NURSING SERVICE see also Personnel Administration 
Blueprint for ward clerks, A. Rusche R. Schutt. i#/ Ja 106- 
108 
Care of the cardiac patient. 
146-149 
Communications and 
Xavier. S 86- 
sspee—wl programs, The problems of. sr Mary Ann. i Je 
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Inservice training for nursing aides, A critical look at. sr Mary 
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Intensive care unit, An. sr M. Clarence. i] S 83-85 

Medical rehabilitation. Jeanne F. Downey. #/ D 74-77 

Natural childbirth. sr M. Jonathan. 1 My 78+ = - 

Nursing audit, Why we need the. sr Mary Agnes. D 50+ 

Organization of nursing a for therapeutic nursing. Frank 
J. Shea. i Ag 97-100 

Patient data system, A computer-based. Robert Ww. Harring- 
ton. i1 My 64-67 

Problems that challenge hospital nursing, The. sr Fidelis. i 
Ap 134+ . 

nurse supervisor, The. sr M. Immaculata. Ag 


Race against the clock. Gabrielle M. Gulyassy. #1 Mr 61-65 

Rehabilitation of the cerebral accident patient. sr Genevieve 
Sullivan. # Jl 116+ 

Sterile disposable nurser system for infant feeding, A. I. R. 
Ring, A. J. Vignec and D. J. Donovan. i/ S 78-82 

Sterile gowns. sr Mary Louise. i/ My 76-77 

T.L.C.2 Whatever happened to. rev John J. Flanagan, S.J. 
il Ap 94-95+- 

a nursing, The meaning of. John V. Gorton. i 
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_— of psychiatric nursing, The. sr Mary Agnes. il 
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71-75 


OCCUPANCY see HOSPITAL AND HEALTH FACILITIES 
ae ees coo JOHN A. Who should check invoices? jt auth 
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O'CONNELL” SHIRLEY V.N.A. and dietary service, The. if 
82 


Ja 82+ 
O'CONNOR, - J., JAMES I. book rev Canon law for bospi- 
tals. My 3 
OHLSON, Ph. D., MARGARET Diet problems. #/ Ag 122+ 
O’MALLEY, LT. COL. ROBERT J. Hospital wage adminstra- 
tion. # Je 64-65+ 
OPERATING ROOMS see also Hazards and Surgery 
O.R. suite, A new. Anne M. Duncan. i/ My 81-84 
ORIENTATION 
Library orientation. sr Mary Leonilda. Mr 130 


Orientation for sisters. sr Anna Cecilia. i/ N 74+ 
OVERSEAS ACTIVITIES 
Hong Kong Hospital. sr Maria del Rey. #/ D 90-95 


responsibilities. Frederick H. Boland. N 65- 
Sister Dulce of Bahia, Brazil. William Brokaw. i/ D 42-44+- 
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PATIENT CARE 
Patient care. rev John J. Flanagan, S.J. il Je 73-74+ 
Patients view their roles. Hans O. Mauksch. O 136-138+- 
PAUL McCARTHY, O.S.B., sr M. Inhalation therapy depart- 
ment, Organizing an. Mr 72+- 
PEDIATRIC CARE 
Maternal & infant health. Robert J. Stephens. i/ Mr 34+ 
Pediatric cafeteria. Hazel A. Smith. # F 118-119 
Sterile disposable nurser system for infant feeding, A. I. R. 
Ring, A. J. Vignec and D. J. Donovan. #S 78-82 


PROPLE & PLACES John C. Henry & Robert J. Stephens. #/ 
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PERSONAL MEMBERSHIP | 
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PERSONNEL ADMINISTRATION 
Collegiate schools of nursing faculty personnel policies. rev 
Carl A. Hangartner, S.J. #1 Jl 100-102+ 
Employe benefits discussion day. sr M. Rita. #1 Ja 74+ 
Holy Cross program, The. J. W. McCulloch. Je 58-61+ 
“mers personnel management. W. I. Christopher. Je 51- 
5 
Hospital — administration. Robert J. O'Malley. # Je 
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Improvement is everyone's concern. Floyd W. Simerson. #/ 
Mr 53-56 
Job analysis: How we did it. sr Ann Gerard. Je 69+ 
Making the supervisor's role acceptable. Glenn N. Scott. 
Je 57+ 
Management improvement. W. I. Christopher. i/ Ag 65-68 
Master panes oe change. very rev Paul C. Reinert, S.J. 
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Motivation & integration. Stephen Landregan. i/ Je 102+ 
Pension programs, Planning. W. I. Christopher. 
Personnel: A look to the future. Edward J. Spillane. Je 55- 


— program, How we planned a. sr Mary Kunigunda. 
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Personnel systems and methods, Developing scientific. mr 

retto Bernard and sr Miriam Eveline. Je 
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the Divine Wisdom. il Je 70-71 
Productive hours, The use of. sr M. Gerald. Ja 66-67 
Productive hours, The use of. William Quirk. Ja 67-69+ 
oat Wad of leadership. rev John B. Murray, C.M. N 59- 
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Responsibilities for leadership. John T. Ryan, Jr. #1 N-55-58 

‘Safety, Grass, roots. H. R. Bryden. Ap 22-24+- 

Supervisory improvement. James J. Cribbin. i/ Mr 57-60 

Wage study, How to make a meaningful. O. L. Allman. 
Je 62-63 
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PERSONNEL POLICIES see under PERSONNEL ADMINISTRATION 
PETERS, JOSEPH P. Statistics, The use of. Mr 66-67 +- 


PHARMACY see also Drugs ‘ 
Challenges facing pharmacy. William S. Apple. i/ Ag 45- 
48+ 


Hospital formularies, The current status of. Robert R. Cad- 
mus. #/ Mr 106-107 

Pharmacy for nurses. book rev Ap 50 

Poison control. Charles A. Walton. i/ O 130-132+- 

Literature, How to evaluate the. Byron A. Barnes. i/ Ja 86- 


88+ 
PHILOMENE, Ad.PP.S., sr Librarian's duties, The—an adminis- 
trator’s view. Jl 122+- 
PLANNING 
Aged, The: A major problem for general hospitals. sr M. 
Alma. i/ My 68 
Building programs based on planning. rev John J. Flanagan, 
S.J. ed F 55 


Community planning, The hospital's responsibility for. W. I. 
Christopher. i1 My 63+ 
Consultants, The use of outside. John Hurley. #1 Mr 80+- 
- How accounting measures. Harold Hinderer. My 88+ 
O.R. suite, A new. Anne M. Duncan. #/ My 81-84 


Office of planning and construction? Do you need an. James 


S. Moore. i/ F 60-61 
Scientific and professional framework for hospital psychiatry, 
A. Francis J. Braceland. i/ Jl 76-81 
Should the pattern of hospital service change? My 108+- 
Statistics, The use of. Joseph P. Peters. Mr 66-67+- 
POHLEN, Ph.D., KURT, Collections, Successful. j¢ auth il 
Mr 68-69+ 
POHLEN, MICHAEL Collections, Successful. j¢ auth il Mr 
68-69+- 
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Poison control. Charles A. Walton. #/ O 130-132+- 
PSYCHIATRIG CARE see also Mental Health 
Chaplain, The. rev Fintan McNamee, O.F.M. i/ Ag 95-97 
City of + asiauasane Irony in a. John S. Hellman. My 30- 
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Crises and trends in hospital psychiatry. Bernard H. Hall. # 
Ji 82-87 | 

Education and preparation. Mary M. Redmond. iJ S 94-97 

Education and training within and without the hospital. 
Robert S. Daniels. #/ § 115-118 

Management, New concepts in. Edward T. Auer. i/ S 104- 
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Marsalin Institute. #/ O 38-39 

Mental health clinics. Harold R. Martin. #1 Ag 71-73 

Occupational-educational therapist, The. Robert E. Belyea. #/ 
Ag 92-94 

Organization of nursing service for therapeutic nursing. Frank 
J. Shea. #1 Ag 97-100 

Private psychiatric hospitals. Eugene S. Turrell. # Jl 88-90 

Psychiatric nurse supervisor, The. sr M. Immaculata. #1 Ag 


pers | volunteer, The role of the. Marie Aubuchon. Ap 

142 

eee FP the hospital setting, The. Leo H. Bartemeier. 
il Ag 69 
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Psychologist, The. Le Roy A. Wauck. i] Ag 86-89 
Public psychiatric hospitals. Thomas Thale. i/ Ag 80-83 
Reappraisal of standards for hospital psychiatry, A. Harvey J. 
Tompkins. 100-104 
Research projects in private hospitals and psychiatric units. 
Melvin Sabshin. #/ S 110-115 


Role of the hospital in mental health programs, The. Francis 


J. Gerty. Ag 73-76 

Scientific and professional framework for hospital psychiatry, 
A. Francis J. Braceland. i/ Jl 76-81 

Social worker, The. Dorothy Sarmiento. #/ Ag 90-92 

a ne The meaning of. John V. ‘Gorton. i 
S$ 91-9 

V.A. hospital units. John J. Blasko. i1 Ag 77-79 

Vocation of psychiatric nursing, The. sr Mary Agnes. il 
S 97-99 

PSYCHIATRY IN HOSPITALS 

Chaplain, The. rev Fintan McNamee, O.F.M. i/ Ag 95-97 

Crises —_ trends in hospital psychiatry. Bernard H. Hall. i/ 

82-87 

Education and preparation. Mary M. Redmond. i/ S 94-97 

Education and training within and without the hospital. 
Robert S. Daniels. #/ S 115-118 

Introduction to psychiatry in hospitals. rev John J. Flanagan, 
S.J. sl Jl 76 
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Management, New concepts in. Edward T. Auer. # S 104- 


109 
Mental health clinics. Harold R. Martin. #1 Ag 71-73 
Occupational-educational therapist, The. Robert E. Belyea. i/ 
Ag 92-94 
Organization of nursing service for therapeutic nursing. Frank 
J. Shea. if Ag 97-100 
Private psychiatric hospitals Eugene S. Turrell. #/ Jl 88-90 
Psychiatric nurse supervisor, The. sr M. Immaculata. i/ Ag 


Psychiatrist in the hospital setting, The. Leo H. Bartemeier. 
il Ag 69-70 

Psychologist, The. Le Roy A. Wauck. #1 Ag 86-89 

Public psychiatric hospitals. Thomas Thale. #/ Ag 80-83 

Reappraisal of standards for hospital psychiatry, A. Harvey 
J. Tompkins. # S$ 100-104 

Research projects in private hospitals and psychiatric units. 
Melvin Sabshin. # S$ 110-115 

Role of the hospital in mental health programs, The. Francis 
J. Gerty. «1 Ag 73-76 

Scientific and professional framework for hospital psychiatry, 
A. Francis J. Braceland. # Jl 76-81 

Social worker, The. Dorothy Sarmiento. iJ Ag 90-92 

eee ce nursing, The meaning of. John V. Gorton. i/ 

V.A. hospital units. John J. Blasko. s1 Ag 77-79 

Vocation of psychiatric nursing, The. sr Mary Agnes. il 
S 97-99 

PUBLIC RELATIONS 

Church and communications arts, The. book rev il O 142 

Dietary liaison with new patients. sr Mary Inez. #/ S 148-+- 

Library P.R. Frances Fisher Ap 37+- 

Motivation & integration. Stephen Landregan. #1 Je 102-+- 

News, The hospital is. sr Zita Marie. Mr 112+ 

Publicity pointers. Jack Bedford. Ag 106+- 


PUES, RAYMOND H. Blood bank controls. i1 Je 86-88-+- 


PURCHASING 
Advertisers’ addresses. Dir Mr 332+; O 240+ 
Buyers’ guide. Dir Mr 284+; O 214+- 
Collegiate purchasing programs, i/ O 104+- 


Coéperative buying. Joseph F. Hill, Jr. #1 O 94-97 

Cooperative buying—a rebuttal. W. B. Borsdorff. i] N 
38-39-+- 

Disinfectants, Testing. Thomas Laskaris. i/ O 101+- 


Hospital food purchasing, A dietitian’s view of. sr M. 
Clementine. Mr 98-+- 
Hospital purchasing; part 1—functions. Edward A. Behrman. 
il Ag 49-51+- 
Hospital purchasing; part 2—objectives. Edward A. Behrman. 
il 136-138 
Hospital purchasing; part 3—organization. Edward A. Behr- 
man. O 86-88+- 
How accounting measures. Harold Hinderer. My 88-+- 
Perpetual pricetag, A. George Bevans. Je 136 
Price, A new focus on. A. L. McMillan. # O 81-85 
- Quantity food purchasing. book rev Ap 50 | 
Research, Stop, look and. Edward M. Grapp. i/ O 102-103-+- 
Selling strategy. Donald G. Frederick. #/ O 89+- 
What's new in products? Frank M. Rhatigan. #/ O 98-100-+- 
Who should check invoices? Anthony Bunker and John A. 
O'Connell. O 90-93 


PYSKACEK, DONALD J. Checklist for expansion. i/ F 81-85 
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QUANDT, MARJORIE R. M.R.L?, What is an. # F 110+ 
QUIRK, WILLIAM Productive hours, The use of. Ja 67-69+- 
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Darkroom tank, Portable. sr Mary Carmel. Mr 84 

Integration of the student in the radiology department. 5, 
Agnes Therese. Ap 112+- 

Professional secrecy for the x-ray technician. sr M. Ursula. 
F 98-+- 

Radioactive isotopes in medical practice. Joseph Selman. 
il O 105-112 

School of x-ray technology, A. sr Alberic Marie, Eileen Wec! 
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RAUSCH, VERNA Medical technology, Future advances in. #1 RELIGIOUS ORDERS 


Mr 86+- 


RECORDS 
Blueprint for ward clerks, A. Rusche R. Schutt. #/ Ja 106- 
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REDMOND, MARY M. Education and preparation. i] S 94-97 
REED, GEORGE E. Eldercare legislation; construction aid. Ap 
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. Hill-Burton appropriations; customs exemptions. 
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. Medical school assistance; Hill-Burton regula- 
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Ag 20 
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REGAN, WILLIAM A. Accidents & safety. Ag 128+ 
Construction lawsuits. i/ F 78-79+- 

. . Contributory negligence; staph infection un- 

. Decisions on use of blood. S 58+ 

. Emergency care. i/ Mr 70-71-+- 

. Ethics & immunity. Ap 98-99-+- 
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. Law Forum. D 80-82 

. Negligence and malpractice. O 64+ 

. Negligence cases, Two. My 116-118 

. Negligence; immunity. Jl 27-28+- 

. Review of cases involving negligence and mal- 
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REHABILITATION 
Medical rehabilitation. Jeanne F. Downey. i/ D 74-77 
Rehabilitation of the cerebral accident patient. sr Genevieve 
Sullivan. # Jl 116+ 
REINERT, S.J., very rev PAUL C. Master planning for change. 
il N 62-64+- 
RELATED HEALTH FACILITIES 


Catholic related health facilities of. the United States and 
Canada. Dir Mr 117-137 
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Autopsy, Moral considerations on. rev Richard A. McCor- 
mick, S.J. Ap 102-104+ .- 

Chaplain, The. rev Fintan McNamee, O.F.M. i/ Ag 95-97 

Charity, The ‘faces of. sr Anthony Marie. i/ Ja 60-65 

Christmas in Hawaii. i/ D 16 

Ethical concepts in medical technology. 
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Extreme Unction: toward a practical appreciation of the sacra- 
ment. rev John J. Lynch, S. J. # Mr 73-75+ 

Foods & folklore Hy = Christmas season. rev Francis X. 
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101 

agg responsibilities. Frederick H. Boland. i/ N 65- 
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Lest we build on sand. book rev il Ag 142 

Marsalin Institute. #/ O 38-39 

Master planning for change. very rev Paul C. Reinert, S. J. 
il N 62-64+ | 

Office of planning and construction?, Do you need an. James 
S. Moore. i/ F 60-61 

Orientation for sisters. sr Anna Cecilia. il N 74+- 

Professional secrecy for the x-ray technician. sr M. Ursula: 

F98+ 

Protestant-Catholic hospital dialogue. sr M. Catherine of 
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Psychology of leadership. rev John B. Murray, C.M. N 59-61 

Religious organizations engaged in hospital and nursing edu- 
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— for leadership. John T. Ryan, Jr. i/ N 55- 

Sister Dulce of Bahia, Brazil. William Brokaw. i] D 42-44+- 
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sr Anna il N 74+ 

Religious organizations engaged in hospital and nursing edu- 
cation activities. Dir Mr 225-25 

Sister Dulce of Bahia, Brazil. William Brokaw. s1 D 42-44+ 

Sisters in professional organizations. sr Madeleine Clemence. 
il N 72-73+ 

REMODELING 

Checklist for expansion. Donald J. Pyskacek. #1 F 81-85 

Hospital library, An architect envisions the. Mortimer J 
Murphy, Jr. i/ F 80+- 

Intensive care unit, An. sr M. Clarence. i/ S 83-85 

sary x, values of hospital. Michael G. Menichella. 
F 75 

Making new units out of existing facilities. sr Helen Louise. 
Ap 148+ 

O.R. suite, A new. Anne M. Duncan. i/ My 81-84 

Pediatric cafeteria. Hazel A. Smith. #/ F 118-119 

Radioactive isotopes in medical practice. Joseph Selman. 
iO 105-112 

Renovating the clinical laboratory. sr M. Antonia. F 104+- 

Vinyl wall coverings, How to judge. Frank J. Blank. i 
F 76-77+ 
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, fifth annual congress. H. R. Bryden. if Me 20- 


A.C.H.A. report. H. R. Bryden. i N 20-22+- 
A.H.A. report. H. R. Bryden. i#/ N 84-86+- 
American College of Surgeons. H. R. Bryden. iJ D 24-26 
City of contradictions, Irony in a. John S. Hellman. My 
30-33+- 
International conference on health & health education. Bar- 
bara Callahan. i/ O 42-43+ 
Maternal & infant health. Robert J. Stephens. iJ Mr 34+ 
Middle Atlantic Assembly. Barbara Callahan. i] Ag 22-24+- 
Safety, Grass roots. H.R. Bryden. Ap 22-24+ 
W. K. Kellogg Foundation annual report 1961. book rev 
My 36 
RESEARCH 
Personnel systems and methods, Developing scientific. mr 
Loretto Bernard and sr Miriam Eveline. Je 
Research projects in private hospitals and psychiatric units. 
Melvin Sabshin. # S 110-115 
Research, Stop, look and. Edward M. Grapp. i/ O 102-103+- 
Sterile disposable nurser system for infant feeding, A. I. R. 
Ring, A. J. Vignec and D. J. Donovan. # S$ 78-82 
ey Ph.D., CARROLL F. Medical center library, The. 
D 102 
gg wag FRANK M. What's new in products? i] O 98- 
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RITA, O.S.F., ‘sr M. Employe benefits discussion day. i Ja 74+ 
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ROSE GENEVIEVE, C.S.J., sr book rev Food for fifty. Ap 50 
- book rev Normal and therapeutic nutrition. My 
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55-58 


jt auth 


S 


SABSHIN, M.D., MELVIN Research projects in private hospi- 
tals and psychiatric units. #/ S 110-115 
SAFETY 
Accidents & safety. William A. Regan. 128+ 
. Disinfectants, Testing. Thomas O 101+ 
electric power plants. Richard T. Danks. F 67- 
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Fire at St. Mary's, Brooklyn. Ted Shiebler. # S 119-120 

Poison control. Charles A. Walton. i/ O 130-132+- 

Safety, Grass roots. H. R. Brydgn. Ap 22-24+ 

Sterile gowns. sr Mary Louise. #1 My 76-77 
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Safety, Grass roots. H. R. Bryden. A 2-24+ 
SARMIENTO, Ph.D.. DOROTHY worker, The. 
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SCHINDLER, rt rev msgr CLEMENT G. The President looks 


ahead. if Ag 64 
. The President's Christmas message. #1 D 65 


SCHUTT, RUSCHE R. Blueprint for ward clerks, A. il Ja 
106-108 


SCOTT, ge N. Making the supervisor's role acceptable. 
Je 57 

SELMAN, M.D., JOSEPH Radioactive isotopes in medical prac- 

tice. #1 O 105-112 

SENANA, S.F.P., sr M. Contract housekeeping? j# auth i Je 
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SHEA, R.N., FRANK J. Organization of nursing service for 
therapeutic nursing. #/ Ag 97-100 

SHIEBLER, TED Fire at St. Mary's, Brooklyn.. i/ S 119-120 

SIBLEY, HIRAM Hospital care, Expanded horizons of. i/ D 83- 
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il Mr 53-56 
SISTERHOODS RELIGIOUS ORDERS 
SMITH, RT. REV.-MSGR. GEORGE LEWIS .. 
dents honored. #/ Ap 12 
SMITH, HAZEL A. Pediatric cafeteria. i/ F 118-119 
SOCIAL SECURITY 
Eldercare legislation; aid [in “National News’’]. 
George E. Reed. Ap 19-20 
What hospitals should know about. 
Ja 49 
SPILLANE, + J. Personnel: A look to the future. 
Je 55-56+ 
STANDARDS see ACCREDITATION under NURSING 
SCHOOLS; and under other departments. 
STATISTICS 
Catholic hospital construction in 1961. Dan Roberts. F 56-59 
Catholic hospitals in 1961. Edward A. Behrman and Robert 
H. Richart. Dir Mr 53-114 
Catholic hospitals of the United States and Canada, The— 
arrangement of the directory. Dir Mr 49-52 
Catholic related health facilities of the United States and 
Canada. Dir Mr 117-137 
Collections, Successful. Kurt Pohlen and Michael Pohlen. i/ 
Mr 68-69+- 
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sua wage administration. Robert J. O'Malley. i/ Je 64- 
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Nursing education facilities in the United States and Canada. 
Dir Mr 155-158 
Patient data system, A computer-based. Robert W. Harring- 
ton. i1 My 64-67 
Statistics, The use of. Joseph P. Peters. Mr 66-67+- 
STEINKOETTER, CATHERINE’ C.H.A. conference news. 
F 20+; Je 26+; N 


‘STEPHENS, ROBERT J. People & Places. i] Ja 110+; i F 
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il Jl 1444 
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STEWART, JEROME G. Hospital executive, The. #1 D 70-73 
SULLIVAN, D.C., sr GENEVIEVE Care of the cardiac patient. 
tl Ag 146-149. 
. Rehabilitation of the cerebral accident patient. 
él Jl 116+ 


SUPERVISION 
Improvement is everyone's concern. Floyd W. Simerson. #/ 
Mr 53-56 
the supervisor's role acceptable. Glenn N. Scott. 
e 57 
Management improvement. W. I. Christopher. i/ Ag 65-68 
Supervisory improvement. James J. Cribbin. #/ Mr 57-60 
SUPPLIES see various department headings 
SURGERY 
American College of Surgeons. H. R. Bryden. #1 D 24-26 
Instrument kit wins M.H.A. award. i/ S$ 16 
SURVEYS 
Catholic hospitals in 1961. Edward A. Behrman and Robert 
H.- Richart. Dir Mr 53-114 
Catholic hospitals of the United States and Canada, The—- 
arrangement of the directory. Dir Mr 49-52 
Catholic related health facilities of the United States and 
Canada. Dir Mr 117-137 
Checklist for expansion. Donald J. Pyskacek. i/ F 81-85 
How accounting measures. Harold Hinderer. My 88-+- 


Nursing education facilities in the United States and Canada. 
Dir Mr 155-158 
Patient system, A Robert W. Harring- 
. il My 64-67 
ers view their roles. Hans O. Mauksch. O 136-138+ 
Wage or, How to make a merningrel. O. L. Allman. 
Je 62 
SUZANNE MARIE, S.S.M., sr book rev Pharmacy for nurses. 
Ap 50 
T 


TEW, MRS. WILLARD K. Contract housekeeping? jt auth 
il Je 36-38+ 
THALE, M.D., THOMAS Public psychiatric hospitals. i] Ag 
80-83 
THECLA, C.S.J., 57 M. book rev Basic nutrition and diet therapy. 
Ag 142+ 
THERAPY 
Inhalation therapy department, Organizing an. sr M. Paul 
McCarthy. Mr 72+- 
Occupational-educational therapist, The. Robert E. Belyea. 
il Ag 92-94 
Organization of nursing service for therapeutic nursing. 
Frank J. Shea. i/ Ag 97-100 
— nursing, The meaning of. John V. Gorton. i § 
91-9 
THIMANN, M.D., JOSEPH Chronic alcoholic in the special 
hospital. D 78-79-+ 
TOMPKINS, M.D., HARVEY J. Rea ~~ jesinaae of standards for 
hospital psychiatry, A. i § 100-1 
TURRELL, M.D., EUGENE S. Private psychiatric hospitals. 
il Jl 88-90. 


U 


URSULA, S.S.M., sr M. Professional secrecy for the x-ray 
technician. F 98+ 
Vv 


VESTAL, ANNE J. Space needs in housekeeping. F 86+- 
VIGNEC, M.D., A. J. Sterile disposable nurser system for infant 
eeding, A. jt auth il S 78-82 
VISITING NURSE ASSOCIATION 
V.N.A. a dietary service, The. Shirley O'Connell. i Ja 
82 
VOLUNTEERS 
Psychiatric volunteer, The role of the. Marie Aubuchon. 
Ap 142+ 


W 
WALL COVERINGS 
Vinyl aaa How to judge. Frank J. Blank. iJ F-76- 
77 


WALTON, Ph.D., CHARLES A. Poison control. i/ O 130- 
132+ 

WAUCK, Ph.D., LE ROY A. Psychologist, The. i/ Ag 86-89 

——, 2 School of x-ray technology, A. j¢ auth il Ap 


WEISER, S.J., rev FRANCIS X. Foods & Folklore of the Christ- 
mas season. i/ D 86-89-+- 
WORKSHOPS see under CATHOLIC HOSPITAL ASSOCIATION 


Xx 
X-RAY 

Darkroom tank, Portable. sr Mary Carmel. Mr 84 

Integration of the student in the radiology department. sr 
Agnes Therese. Ap 

wee secrecy for the x-ray technician. sr M. Ursula. 
F 98 

Radioactive isotopes in medical practice. Joseph Selman. 
il O 105-112 

School of x-ray technology, A. sr Alberic Marie, Eileen Wed| 
and Eugene J. P. Drouillard. i1 Ap 184+ 

Story of x-ray from réntgen to isotopes, The. book rev N 


110+ 
Y 
YAST, HELEN T. Library's integral services, The. i/ S 142- 
144+ 
Z 


ZITA MARIE, S.C.L., sr News, The hospital is. Mr 112+ 
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